


baad * 


DEVELOPMENT 
UNITED STATES AIR FORCE 
Pest Office Box 29, Palo Alto, California 





WDZWL | 20 October 1958 


SUBJECT: Establishment of System Test Working Group 
TO: See Distribution 


2. Announcement is made of the establishment of a Svstem Test 
Working Group at Lockheed Aircraft Corporation, Missile System 
Division, Palo Alto, California, for the purpose of evaluating and 
approving procedures, policies and techniques to be used in WS 117L 
systems tests. The System Test Working Group will be responsible 
for insuring that detailed test planning is accomplished and that 
approved documents are issued covering all phases of the WS 117L 
systen test progrem. The System Test Working Group will evaluate 
results of each test and will make necessary changes in procedures 
and techniques to correct all known deficiencies. The Systen Test 
Working Group will be composed of the following permanent members: 


Lt Colonel Charles G. Mathison, AFBMD Field Office, 
CHAIRMAN 


Major William C. Busm, AFEMD Pield Office, Member 
Mr. Ralph D. King, IMSD, Member 

Mr. Stanley K. Hutchin, LMSD, Member 

Mr. Larry A. Smith, IMSD, Member 

Mr. L. Frank Morgan, IMSD, Member 


2. The System Test Working Group will convene at the call 
of the Chairman. 


a G. MATHISON 
-~ Lt Colonel, UBAF 
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